FCDALLAS] FC DALLAS GAME NOTES 


#MINvFCD JUNE 29, 2018 



MATCH INFORMATION 


KICKOFF: 7PM CT 

LOCATION: TCF Bank Stadium, Minneapolis, Ml 
FORECAST: Partly Cloudy, 95°F 

REFEREE: Baldom ero Toledo 

ARS: Felisha Mariscal, Gianni Facchini 

4TH OFF.: Daniel Radford 
VAR: Jon Freemon 

TV-TXA21: Jonathan Yardley, Steve Davis 

RADIO-FCDALLAS.COM/RADIO: Tyler Kern 

SPANISH RADIO-1270AM: Carlos Alvarado, Rafa Calderon 


<5>FCDALLAS 

fl @FCDALLASOFFICIAL 


r 

2018 MLS SCHEDULE 


March 3 

Real Salt Lake 

Toyota Stadium 

7 PM 

D1-1 

March 18 

Seattle Sounders FC 

Toyota Stadium 

4 PM 

W 3-0 

March 24 

Portland Timbers 

Toyota Stadium 

2:30 PM 

D 1-1 

April 7 

Colorado Rapids 

Toyota Stadium 

7 PM 

D 1-1 

April 14 

New England Revs 

Gillette Stadium 

6:30 PM 

W1-0 

April 21 

Philadelphia Union 

Toyota Stadium 

7 PM 

W 2-0 

April 29 

New York City FC 

Yankee Stadium 

5:30 PM 

L 3-1 

May 5 

Los Angeles FC 

Banc of California 

3 PM 

D 1-1 

May 12 

LA Galaxy 

Toyota Stadium 

2:30 PM 

W 3-2 

May 19 

Vancouver Whitecaps 

Toyota Stadium 

3 PM 

D 2-2 

May 25 

Toronto FC 

BMO Field 

7 PM 

W1-0 

May 30 

LA Galaxy 

StubHub Center 

9:30 PM 

W 3-2 

June 2 

Los Angeles FC 

Toyota Stadium 

7 PM 

W 2-1 

June 9 

Montreal Impact 

Toyota Stadium 

7 PM 

W 2-0 

June 23 

New York Red Bulls 

Red Bull Arena 

5 PM 

L 3-0 

June 29 

Minnesota United FC 

TCF Bank Stadium 

7 PM 

TXA21 

July 4 

Atlanta United FC 

Toyota Stadium 

7 PM 

TXA21 

July 7 

Real Salt Lake 

Rio Tinto Stadium 

9 PM 

TXA21 

July 14 

Chicago Fire 

Toyota Stadium 

7 PM 

TXA21 

July 21 

Houston Dynamo 

BBVA Compass 

8 PM 

TXA21 

July 28 

Sporting Kansas City 

Children's Mercy Park 

7:30 PM 

TXA21 

Aug. 4 

San Jose Earthquakes 

Toyota Stadium 

7 PM 

TXA21 

Aug. 12 

Seattle Sounders FC 

CenturyLink Field 

7 PM 

FS1 

Aug. 18 

Minnesota United FC 

Toyota Stadium 

7 PM 

TXA21 

Aug. 23 

Houston Dynamo 

BBVA Compass 

8 PM 

UniMas 

Aug. 29 

San Jose Earthquakes 

Avaya Stadium 

9:30 PM 

TXA21 

Sept. 1 

Houston Dynamo 

Toyota Stadium 

7 PM 

TXA21 

Sept. 15 

Columbus Crew 

Toyota Stadium 

7 PM 

TXA21 

Sept. 23 

Vancouver Whitecaps 

BC Place 

6 PM 

TXA21 

Sept. 29 

Portland Timbers 

Providence Park 

9:30 PM 

TXA21 

Oct. 6 

Orlando City SC 

Toyota Stadium 

7 PM 

TXA21 

Oct. 13 

D.C. United 

Audi Field 

2:30 PM 

Univision 

Oct. 21 

Sporting Kansas City 

Toyota Stadium 

4 PM 

TXA21 

Oct. 28 

Colorado Rapids Dick's Sporting Goods Park 

3:30 PM 

TXA21 


r REGULAR SEASON TEAM STATS . 

FC DALLAS 


MINNESOTA 

8-2-5 

RECORD 

5-9-1 

15 

GAMES PLAYED 

15 

2 

CONF. POS. 

9 

24 

GOALS 

19 

1.6 

GOALS/GAME 

1.2 

23 

ASSISTS 

17 

17 

GOALS ALL. 

29 

1.1 

ALL./GAME 

1.9 

7 

GOAL DIF. 

-10 

89 

SOG 

59 

35 

OFFSIDE 

30 

153 

FOULS COM. 

190 

162 

FOULS SUF. 

164 

29 

YELLOW 

29 

2 

RED 

3 


CONF. POS.: Conference position, GOALS/GAME: Goals per 
game, GOALS ALL.: Goals allowed, ALL./GAME: Goals allowed 
per game, GOAL DIF.: Goals differential, SOG: Shots on goal, 
FOULS COM.: Fouls committed, FOULS SUF.: Fouls suffered 


INJURY REPORT 


OUT: Cr istian Colman (high-ankle sprain), Santiago Mosquera 
(left hamstring strain) 


QUESTIONABLE: NONE 

A 

A 


INTERNATIONAL CALL-UPS 


LAST MATCH STATS 


FC DALLAS AT NEW YORK RED BULLS - JUNE 23 
FCD 0 r RBNY 3 


FC DALLAS 

None 

501 

17 

6 

5 

13 


GOALS 

TOTAL PASSES 
SHOTS 
SOG 
SAVES 

CLEARANCES 


NEW YORK 

B. Wright-Phillips (23') 
A. Long (39') 

K. Lawrence (48') 
434 

13 

8 

6 

29 




FC DALLAS QUICK KICKS 



ALL-TIME SERIES 

FC Dallas is 1-1-0 all-time vs. Minnesota United FC. 

OSCAR PAREJA VS. MINNESOTA UNITED FC 

FC Dallas head coach Oscar Pareja is 1-1-0 vs. Minnesota. 

LAST YEAR VS.THE LOONS 

FC Dallas went 1-1 lastyear against the Loons. Dallas defeated Minnesota 
United, 2-0, in the first-ever meeting between the clubs on April 8, 2017. 
Midfielder Javier Morales scored his first goal of the season and 50th 
career goal in the 43rd minute, with an assist by midfielder Michael 
Barrios. Not long after starting the second half, Barrios scored his first 
goal of the season in the 49th minute to put Dallas up 2-0. Goalkeeper 
Jesse Gonzalez made five saves to complete his second shutout in 2017. 
On Sept. 23, FCD traveled to Minneapolis for the last meetup of the season. 
Forward Tesho Akindele scored the opening goal of the match in the 14th 
minute, but Dallas was unable to hold onto a 1-0 lead as forward Christian 
Ramirez tied the game in the 24th minute. Minnesota was able to hold off 
FC Dallas and scored three more goalsto come out victorious. FCD outshot 
Minnesota United 19-10 in that game and put seven shots on goal. 

FC DALLAS' BACK FOUR VS. MINNESOTA'S DEFENSE 

FC Dallas ranks third behind Sporting Kansas City (16) and New York Red 
Bulls (16) for the fewest goals conceded (17). Dallas is tied for first in the 
league with Seattle Sounders and Portland Timbers for the fewest goals 
allowed in the first half (6). Minnesota United is 4-2-1 at TCF Bank Stadium 
this season with nine goals scored and seven goals against. The Loons are 
1-1-1 in their last three home matches. 

ON THIS DAY 

FC Dallas is 1-1-2 on June 29. Dallas lost to Sporting Kansas City, 1-0, in 
1996. Dallas defeated Columbus Crew SC, 1-0, in 2002. And the two draws 
were to Phildelphia Union, 2-2, in 2013 and Columbus, 0-0, in 2014. 

SET PIECES 

FC Dallas scored its first set piece goal of the 2018 season on June 2 
against LAFC. The goal came in the 25th minute by defender Reto Ziegler. 
Mauro Diaz earned the set piece. FC Dallas scored five set piece goals in 
2017, but did not score on a set piece until the eighth match of the 2017 
season (this was FCD's 13th match of the 2018 season). 

HOMEGROWN MINUTES 

FC Dallas (2,865 minutes) ranks third in Homegrown minutes behind first 
place Real Salt Lake (4,588 minutes) and second place New York Red Bulls 
(3,799 minutes). Homegrown defender Reggie Cannon leads in minutes for 
FC Dallas (1,322 minutes), playing in every match this season. 

ROAD VICTORIES 

FC Dallas now has 100 MLS regular season wins all-time on the road. FC 
Dallas became the fourth team to hit the century mark behind: LA Galaxy 
(116), Columbus Crew SC (105) and D.C. United (101). FC Dallas equaled its 
total in road wins from last season (3-8-6) in a 3-2 win vs. the LA Galaxy on 
May 30. The most road wins in club history came in 1997 (8-8-0) - during 
the MLS shootout era (no draws). Since the shootout era, the most road 


victories in a season by FCD (6) occurred twice (2007 & 2011). FC Dallas's 
3-1-1 road record this season (.700 winning percentage) is the second- 
best in the league behind only Atlanta United FC (5-1-2). 

THE MAGICAL UNICORN 

Mauro Diaz is the all-time FC Dallas leader in multi-assist games and 
penalty-kick goals. He leads Dallas with 11 multi-assist games and 10 
penalty-kick goals. The previous records were by Jason Kreis and Ronnie 
O'Brien with 8 multi-assist games and Kenny Cooper with nine PK goals. 
Diaz is averaging 0.89 assists per 90 minutes this season. Prior to this 
season, his MLS average assists per 90 minutes was 0.491. He is currently 
second in MLS with eight assists. Midfielder Kaku from New York Red 
Bulls leads with 10. 

CLOSE TO THE 50 CLUB 

Mauro Diaz ranks third in FC Dallas' all-time record for assists with 44, 
behind Oscar Pareja (47) and Jason Kreis (65). Diaz also is currently third 
in MLS average assists per 90 minutes with 0.54. Former MLS midfielder 
Carlos Valderrama leads the MLS with 0.66 and former D.C. United 
midfielder Marco Etcheverry ranks second with 0.56. 

GOOOOOOOOOOOL 

FC Dallas has gone from a .571 record in 2017 to a 1.000 record in games 
decided by one goal this season. San Jose led MLS in 2017 with a .846 
record, knocking Dallas out and advancing to the playoffs via goal tie¬ 
breaker. FC Dallas and Real Salt Lake are 5-0-0 record in one-goal games. 
Atlanta United FC and New York City FC are 3-0-0. 

FORTRESS FRISCO 

FC Dallas is one of five MLS teams (NYCFC (7-0-1), Portland (4-0-2), DC 
United (1-0-1), LAFC (3-0-3) and FCD (5-0-4)) with an unbeaten home record 
this season. 

LAST TO FALL 

FC Dallas was the final undefeated team remaining in MLS for a second 
consecutive season; according to the Elias Sports Bureau, it was the first 
time in MLS history the same team had been the last to lose a match in 
back-to-back seasons. FC Dallas lost to NYCFC 3-1 on April 29, 2018. FCD 
(8-2-5) is tied with the fewest losses in MLS (Sporting Kansas City also has 
two losses). It took until June 23 for Dallas to lose its second match of the 
season - the longest stretch to open a season in franchise history. The last 
longest stretch was in 2005, when it took until June 12 for FCD to lose its 
second match of the season. 

AFTER THE FIRST LOSS 

After FC Dallas'first loss, FC Dallas is 11 -7-5 the following match, including 
a MLS Shootout win against Chicago Fire in 1999. Oscar Pareja is 3-3-1 
following his first loss of the season (including a 1-1-0 record while being 
head coach of the Colorado Rapids in 2012 and 2013). 

LAST TEAM SHUTOUT 

FC Dallas became the last team shutout in 2018, following a 3-0 loss to 
New York Red Bulls on June 23. FCD had scored at least one goal in all its 
matches, including the 3-1 loss to New York City FC on April 29. 




FC DALLAS QUICK KICKS 



HALF TIME LEAD 

Since 2015, FCD has a record of 49-9-25 if leading or tied at half. 

INPAPI WE TRUST 

Since Oscar Pareja became the head coach in 2014, FCD is 62-2-9 when 
scoring at least two goals. The two losses were at LA (3-2L) on 9/26/15 and 
at SEA (3-2L) 4/12/14. 

FIRST GOAL WINS 

Since 2015, FCD is 43-2-8 when scoring first. Dallas' only losses were a 
2-1 defeat to the LA Galaxy on Aug. 15, 2015 and a 4-1 loss to Minnesota 
United on September 23,2017. 

BEST EVER FOR FCD 

With a regular-season record of 70-42-39, Oscar Pareja has the highest 
winning percentage (.593) of any coach in FC Dallas history. He was 
signed to a long-term contract extension on March 30,2017. 

OSCAR ECLIPSES SCHELLAS 

Pareja (70) passed Schellas Hyndman (62) for second most regular-season 
wins behind Dave Dir (81) on March 18,2018. 

WITH MAXI S HELP 

When Maxi Urruti scores or assists, FC Dallas is 25-1-10 all-time, across 
all competitions. In league matches since 2016, FC Dallas is 20-1-10 with 
Urruti scoring or assisting. FC Dallas is 5-0-0 in CCL and USOC matches. 
The only loss was the 3-1 defeat to New York City FC on April 29,2018. 

PLAYING UP A MAN 

FC Dallas was the only team in MLS to have not played with a man 
advantage during the 2017 regular season until the final 19 minutes of its 
5-1 win vs. LA Galaxy on Oct. 22. FCD gained a man advantage forthe final 
53 minutes of its 3-0 win vs. Seattle on March 18,2018, the final 15 minutes 
of the 1-1 draw vs. Portland on March 24, 2018, the final minute of the 2-1 
win vs. LAFC on June 2, 2018, and the final minute of the 3-0 loss vs. New 
York Red Bulls on June 23, 2018. 

BIRTHDAYS THIS MONTH 

FC Dallas has four players with birthdays in June: Francis Atuahene (June 
8), Reggie Cannon (June 11), Bryan Reynolds (June 28) and Jacori Hayes 
(June 29). 

TEAM OF THE WEEK HONORS 

Mauro Diaz made the bench for MLS' TOTW for Week 15, foilwing a 
penalty-kick goal in the 18th minute of the 2-0 win against Montreal 
Impact. Diaz and Roland Lamah were named to MLS' TOTW for Week 
Three. Jacori Hayesmadethe benchforMLS'TOTWforWeekFour. Hayes 
was named to MLS' TOTW for Week Seven and Reggie Cannon made 
the bench. Defender Matt Hedges was named to MLS' TOTW for Week 
Eight and Jimmy Maurer made the bench. Maxi Urruti made the bench 
for MLS' TOTW for Week 10. Diaz was named to MLS' TOTW for Week 
11. Jesse Gonzalez made MLS' TOTW for Week 13. Mauro Diaz and Ryan 
Hollingshead were named to MLS' TOTW for Week 14. 


W T OSCAR'S YEARLY RECORD 

A 

YEAR 

PTS 

W 

L 

T 

% 


2012 (WITH COLORADO) 

37 

11 

19 

4 

0.382 

2013 (WITH COLORADO) 

51 

14 

11 

9 

0.544 

2014 

54 

16 

12 

6 

0.559 

2015 

60 

18 

10 

6 

0.618 

2016 

60 

17 

8 

9 

0.632 

2017 

46 

11 

10 

13 

0.515 

2018 

29 

8 

2 

5 

0.700 

PLAYOFF REC. WITH FCD 

12 

3 

3 

3 

0.500 

PLAYOFF REC. WITH COL 

0 

0 

1 

0 

0.000 

FC DALLAS RECORD 

249 

70 

42 

39 

0.593 

ALL-TIME MLS RECORD 

337 

95 

72 

52 

0.553 

W' OSCAR S MONTHLY RECORD 


MONTH 

% 


W 


L 

T 

March. 

0.806 


12 


1 

5 

April. 

0.545 


9 


7 

6 

May. 

0.481 


9 


10 

8 

June. 

0.588 


6 


3 

8 

July. 

0.824 


13 


2 

2 

August. 

0.441 


6 


8 

3 

September. 

0.472 


6 


7 

5 

October. 

0.700 


9 


3 

3 

W' MLS SEASON STANDINGS 

y 

EASTERN CONFERENCE 

PTS 

W 

L 

T 

GF 

GA 

Atlanta United FC 

34 

10 

3 

4 

34 

20 

New York City FC 

31 

9 

3 

4 

32 

21 

New York Red Bulls 

29 

9 

4 

2 

33 

16 

Columbus Crew SC 

27 

7 

5 

6 

22 

18 

New England Revolution 

24 

6 

4 

6 

27 

23 

Phildelohia Union 

21 

6 

7 

3 

20 

21 

Chicago Fire 

20 

5 

7 

5 

24 

29 

Orlando City SC 

19 

6 

9 

1 

24 

33 

Montreal Impact 

18 

6 

11 

0 

20 

31 

Toronto FC 

15 

4 

8 

3 

24 

29 

D.C. United 

10 

2 

6 

4 

19 

24 

WESTERN CONFERENCE 

PTS 

W 

L 

T 

GF 

GA 

Sporting Kansas City 

32 

9 

2 

5 

31 

16 

FC Dallas 

29 

8 

2 

5 

24 

17 

Los Angeles Football Club 

27 

8 

4 

3 

31 

24 

Real Salt Lake 

23 

7 

7 

2 

20 

30 

Portland Timbers 

23 

6 

3 

5 

21 

19 

Vancouver Whitecaos FC 

23 

6 

6 

5 

26 

34 

Houston Dynamo 

21 

6 

6 

3 

31 

24 

LA Galaxy 

20 

6 

7 

2 

22 

23 

Minnesota United FC 

16 

5 

9 

1 

19 

29 

Seattle Sounders FC 

12 

3 

8 

3 

11 

18 

Colorado Rapids 

12 

3 

9 

3 

19 

28 

San Jose Earthquakes 

11 

2 

9 

5 

25 

32 
















Michael Barrios- 67 (currently behind 
Chris Wondolowski (SJ) with 68) 


Matt Hedges- currently at 191 


*active streak 

A 

A 


50 FC DALLAS APPEARANCES 


Roland Lamah- currently at 47 
Cristian Colman- 34 


200 FC DALLAS STARTS 


Matt Hedges- currently at 184 


50 FC DALLAS STARTS 


Roland Lamah- currently at 41 


100 FC DALLAS APPEARANCES 


FC DALLAS ASSISTS LEADERS 


1. Jason Kreis- 65 assists (247 GP) 

2. Oscar Pareja- 47 (176 GP) 

3. Mauro Diaz- currently at 44 

4. David Ferreira- 39 (113 GP) 

5. Ronnie O'Brien- 35 (101 GP) 


300 CLUB WINS 


Ryan Hollingshead- currently at 99 


^ 100 FC DALLAS STARTS A 


1. LA Galaxy- 321 wins 

2. FC Dallas- 297 

3. Columbus Crew SC- 293 

4. Sporting Kansas City- 290 

5. NewYork Red Bulls- 288 


100 COACHING WINS 




Victor Ulloa- currently at 95 Oscar Pareja- currently at 95 wins 

Kellyn Acosta- 90 
Michael Barrios- 87 
Mauro Diaz- 84 


r 


150 MLS APPEARANCES 



ROAD WINS 




Maxi Urruti- currently at 143 


1. LA Galaxy- 116 

2. Columbus Crew SC- 105 

3. D.C. United- 101 

4. FC Dallas 100 (on 5-30 vs. LA Galaxy) 

5. Sporting Kansas City- 99 




HOME WINS 




1. LA Galaxy- 204 

2. FC Dallas- 197 




ALPHABETICAL 


NO. 

PLAYER 

POS. 

HT. 

WT. 

BIRTHDATE 

HOMETOWN 

COLLEGE 

STATUS 

23 

Kellyn Acosta 

M 

5-10 

165 

07-24-95 

Plano, Texas 

- 


13 

Tesho Akindele 

F 

6-1 

185 

03-31-92 

Thornton, Colorado 

Colo. School of Mines 


40 

Carlos Avilez 

GK 

6-1 

160 

01-09-99 

Dallas, Texas 

- 


17 

Francis Atuahene 

F 

5-9 

170 

06-08-96 

Accra, Ghana 

Michigan 

GA 

21 

Michael Barrios 

M 

5-2 

143 

04-21-91 

Barranquilla, Colombia 

- 

INT 

22 

Reggie Cannon 

D 

5-11 

165 

06-11-98 

Grapevine, Texas 

UCLA 

HG 

34 

Jordan Cano 

D 

6-1 

170 

03-13-96 

Plano, Texas 

SMU 

HG 

9 

Cristian Colman 

F 

6-0 

174 

02-26-94 

San Cosme y Damian, Paraguay 

- 

1 NT/YD P 

10 

Mauro Diaz 

M 

5-6 

155 

03-10-91 

Concepcion del Uruguay, Arg. 

- 

DP 

27 

Jesus Ferreira 

F 

5-8 

140 

12-24-00 

McKinney, Texas 

- 

HG 

31 

Maynor Figueroa 

D 

5-11 

187 

05-02-83 

Jutiapa, Honduras 

- 

INT 

1 

Jesse Gonzalez 

GK 

6-3 

181 

05-25-95 

Edenton, North Carolina 

- 


7 

Carlos Gruezo 

M 

5-7 

150 

04-19-95 

Santo Domingo, Ecuador 

- 

1 NT/DP 

15 

Jacori Hayes 

M 

5-7 

150 

06-28-95 

Bowie, Md. 

Wake Forest 

GA 

24 

Matt Hedges 

D 

6-4 

196 

04-01-90 

Carmel, Indiana 

UNC 


12 

Ryan Hollingshead 

D/M 

6-1 

190 

04-16-91 

Granite Bay, California 

UCLA 


20 

Roland Lamah 

M 

5-9 

157 

12-31-87 

Abidjan, Ivory Coast 

- 

INT 

14 

Jimmy Maurer 

GK 

6-2 

185 

10-14-88 

Lawrenceville, Georgia 

South Carolina 


11 

Santiago Mosquera 

M 

5-9 

185 

02-07-95 

Buenaventura, Colombia 

- 

YD P/I NT 

19 

Paxton Pomykal 

M 

5-7 

145 

12-17-99 

Highland Village, Texas 

- 

HG 

32 

Kris Reaves 

D 

6-2 

160 

11-10-95 

Duluth, Georgia 

University of Portland 

HG 

28 

Adonijah Reid 

F 

5-5 

150 

08-13-99 

Brampton, Ontario 

- 

GA 

29 

Bryan Reynolds 

M/F 

6-3 

171 

06-28-01 

Fort Worth, Texas 

- 

HG 

18 

Brandon Servania 

M 

5-10 

160 

03-12-99 

Dallas, Texas 

Wake Forest 

HG 

- 

Chris Richards 

D 

6-2 

180 

03-28-00 

Hoover, Alabama 

- 

HG 

22 

Ema Twumasi 

F 

5-8 

160 

05-18-97 

Accra, Ghana 

Wake Forest 

GA 

8 

Victor Ulloa 

M 

6-0 

170 

03-04-92 

Wylie, Texas 

- 


37 

Maxi Urruti 

F 

6-0 

165 

02-22-91 

Rosario, Argentina 

- 

GC 

3 

Reto Ziegler 

D 

6-0 

176 

01-16-86 

Geneve, Switzerland 

- 

INT 

30 

Kyle Zobeck 

GK 

6-0 

180 

02-06-90 

Coralville, Iowa 

Valparaiso 



NUMERICAL WITH PRONUNCIATION 


NO. 

PLAYER 

PRONUNCIATION 

AGE 

PLACE OF BIRTH 

LAST CLUB 

STATUS 

1 

Jesse Gonzalez 


23 

Edenton, North Carolina 

FC Dallas Academy 


2 

Reggie Cannon 


20 

Chicago, Illinois 

FC Dallas Academy 

HG 

3 

Reto Ziegler 

REH-tow ZEE-glur 

32 

Geneve, Switzerland 

FC Luzern 

INT 

7 

Carlos Gruezo 

Groo-ay-zo 

23 

Santo Domingo, Ecuador 

VfB Stuttgart 

1 NT/DP 

8 

Victor Ulloa 

Ooh-Yo-A 

26 

Chihuahua, Mexico 

FC Dallas Academy 


9 

Cristian Colman 

Coal-MAAN 

24 

San Cosme y Damian, Paraguay 

Nacional Asuncion 

1 NT/YD P 

10 

Mauro Diaz 

Dee-AZ 

27 

Concepcion del Uruguay, ARG. 

River Plate 

DP 

11 

Santiago Mosquera 

San-tea-AUG-0 Moss-kare-A 

23 

Buenaventura, Colombia 

Millonarios FC 

YD P/I NT 

12 

Ryan Hollingshead 


27 

Granite Bay, California 

UCLA 


13 

Tesho Akindele 

Ah-kin-del-lee 

26 

Calgary, Canada 

Colo. School of Mines 


14 

Jimmy Maurer 

MAHR-er 

29 

Lawrenceville, Georgia 

New York Cosmos 


15 

Jacori Hayes 

Ja-CORE-E 

23 

Andrews Air Force Base, Md. 

Wake Forest 


17 

Francis Atuahene 

At-two-A-hen-A 

22 

Accra, Ghana 

Creighton 

GA 

18 

Brandon Servania 

Ser-VAIN-ya 

18 

Birmingham, Alabama 

Wake Forest 

HG 

19 

Paxton Pomykal 

PAW-me-Cul 

18 

Lewisville, Texas 

FC Dallas Academy 


20 

Roland Lamah 

La-Maa 

30 

Abidjan, Ivory Coast 

Ferencvarosi 

INT 

21 

Michael Barrios 

Bar-e-oose 

27 

Barranquilla, Colombia 

Uniautonoma 

INT 

22 

Ema Twumasi 

Ee-ma Two-ma-see 

21 

Accra, Ghana 

Wake Forest 

GA 

23 

Kellyn Acosta 

a-COST-a 

22 

Plano, Texas 

FC Dallas Academy 


24 

Matt Hedges 


28 

Carmel, Indiana 

UNC 


27 

Jesus Ferreira 

Fa-Rare-A 

17 

Santa Marta, Colombia 

FC Dallas Academy 

HG 

28 

Adonijah Reid 

AH-doe-nye-JA REED 

18 

Brampton, Ontario 


GA 

29 

Bryan Reynolds 


17 

Fort Worth, Texas 

FC Dallas Academy 

HG 

30 

Kyle Zobeck 


28 

Coralville, Iowa 

New York Cosmos 


31 

Maynor Figueroa 

My-nohr, Fee-ga-roah-a 

35 

Jutiapa, Honduras 

Colorado Rapids 

INT 

32 

Kris Reaves 

REE-ves 

22 

Atlanta, Georgia 

University of Portland 

HG 

34 

Jordan Cano 

CAN-oh 

22 

Dallas, Texas 

SMU 

HG 

37 

Maxi Urruti 

Uh-roo-tee 

27 

Rosario, Argentina 

Portland Timbers FC 

GC 


Head Coach: Oscar Pareja 


Assistant Coaches: Marco Ferruzzi, Josema Bazan, Drew Keeshan 


Technical Director: Fernando Clavijo 

INT- International player 
DEV- Developmental player 


GC- Former foreigner playing as a domestic due to green card status 
GA- Generation adidas signing 


DP- Designated Player 
* Unsigned/Trailist 



GAME 

DATE 

V 

ACOSTA, Kellyn 
AKINDELE, Tesho 
ATUAHENE, Francis 
BARRIOS, Michael 
CANNON, Reggie 
CANO, Jordan 
CHALA, Anibal 
Colman, Cristian 
Diaz, Mauro 
FERREIRA, Jesus 
FIGUEROA, Maynor 
GONZALEZ, Jesse 
GRUEZO, Carlos 
HAYES, Jacori 
HEDGES, Matt 
HOLLINGSHEAD, Ryan 
LAMAH, Roland 
MAURER, Jimmy 
MOSQUERA, Santiago 
NEDYALKOV, Anton 
POMYKAL, Paxton 
REAVES, Kris 
REID, Andonijah 
REYNOLDS, Bryan 
SERVANIA, Brandon 
TWUMASI, Ema 
ULLOA, Victor 
URRUTI, Maxi 
ZIEGLER, Reto 
ZOBECK, Kyle 
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ID= On international duty 
IN J = injured 

18= In top 18, but did not play 
X= Not selected for top 18 
SUS= Suspended 
ALL CAPS Position= Started 
Lowercase Position= Sub 
LOAN= out on loan 
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ACOSTA, Kellyn 
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ID= On international duty 
IN J = injured 

18= In top 18, but did not play 
X= Not selected for top 18 
SUS= Suspended 
ALL CAPS Position= Started 
Lowercase Position= Sub 
LOAN= out on loan 




HEAD 

COACH 



2018 FC DALLAS 

r 


OSCAR PAREJA 


TEAM ROSTER 


MARCO FERRUZZI A 


ASSISTANT 

COACH 


Pareja was announced as the sixth FC Dallas head coach in 
franchise history on Jan. 10, 2014 but first joined the Dallas Burn 
in August of 1998.The Colombian star hung up his boots in 2005 
after tallying 13 goals and 47 assists (second all-time) in a Dallas 
kit. 

Pareja has a MLS record of 62-40-34 in four seasons, as well 
as an 10-2-2 record in the Lamar Hunt U.S. Open Cup and 4-2-2 
record in CONCACAF Champions League play. 

In his third year at the helm of FC Dallas, Pareja led the club 
to its first title in 19 years with a domestic double. The club cap¬ 
tured its second U.S. Open Cup title (1997, 2016) with a 4-2 victory 
over the New England Revolution on Sept. 13, 2016, followed by 
its first Supporters' Shield title after registering the best regu¬ 
lar-season record (17-8-9 record, 60 points). FCD became the first 
team in league history to record consecutive 60-plus point sea¬ 
sons after finishing the 2015 campaign with an identical 60-point 
mark. For his efforts, Pareja was named the 2016 MLS Coach of 
theYear on Dec. 1, 2016. 


Marco Ferruzzi is beginning his 14th season as an assistant 
coach for FC Dallas. During his tenure, Dallas has compiled a 
regular season record of 155-126-107 in MLS play. In addition 
to running training sessions and evaluating players for the first 
team, Ferruzzi oversees the scouting of college and youth play¬ 
ers for the club, including the staff preparations for the annual 
MLS Player Combine and SuperDraft. 

Ferruzzi, who also holds his USSF "A" coaching license, 
played his collegiate soccer at the University of North Carolina. 
He has served as a reserve team, pre-academy and premier team 
coach in the FC Dallas youth club. 

Ferruzzi, 47, was selected sixth overall in the 1997 MLS Sup¬ 
plemental Draft by the Tampa Bay Mutiny, where he played in 
19 games, registering two assists. Following his time with Tam¬ 
pa Bay, Ferruzzi played two seasons with the Minnesota Thunder 
and four seasons with the Richmond Kickers. In six seasons, Fer¬ 
ruzzi captained both sides to the A-League final. 



Josema Bazan was promoted to an assistant coaching posi¬ 
tion with the FC Dallas first team on Feb. 10, 2014. Bazan origi¬ 
nally joined FC Dallas as an academy coach forthe U-16 and U-18 
teams on April 28, 2011, where he worked closely with current FC 
Dallas head coach Oscar Pareja. 

A U.S. Soccer Federation "A" Licensed Coach, Bazan is a cer¬ 
tified trainer that holds both a Director of Coaching Diploma, an 
Argentine Youth National Soccer Diploma and an Argentine Pro¬ 
fessional License. He has served as an assistant coach for the 
U-17, U-20 and full Venezuelan National Teams. Bazan coached 
youth soccer in Dallas for nearly 20 years before initially joining 
FC Dallas. He formed a youth academy named River Plate SC in 
Dallas in 1997 before becoming the Director of Coaching for the 
No. 3 ranked youth club in the U.S., Andromeda SC. 

As a player, Bazan played in the U-20 World Cup for Argentina 
in 1991. He also played professionally in Argentina, Bolivia, Chile 
and Brazil from 1986 to 1996. Bazan ended his playing career in 
Dallas with the DFWTornados of the then United Soccer Leagues' 
D3 Pro League. 


DREW KEESHAN A 


GOALKEEPER 

COACH 


Drew Keeshan is entering his 11th season as FC Dallas' goal¬ 
keeper coach. He also serves as the Director of Goalkeeping for 
the FC Dallas Academy and played an integral role in the devel¬ 
opment of 2011 FIFA U-17 World Cup Championship goalkeep¬ 
er Richard Sanchez and Mexican U-20 NationalTeam goalkeeper 
Jesse Gonzalez. 

Prior to joining FCD, the Tipperary, Ireland, native spent the 
2007 season as an assistant coach at Clemson following a suc¬ 
cessful season in a similar role at Emory in 2006. Keeshan began 
his professional career with Waterford United in 1993, and then 
had stints at Galway United, Kilkenny City and Limerick Football 
Club, all in the League of Ireland. Keeshan was a part of the Gal¬ 
way team that earned a promotion to the Premier Division at the 
end of the 1998-1999 season. 

Keeshan holds both a USSF "B" and USSF Goalkeeper license, 
and has served as an assistant forthe Augusta Fireball of the PDL 
(2005-06), head goalkeeping coach for Georgia ODP (2002-07), 
and goalkeeper staff coach for ODP Region III (2004-07). 





KELLYN ACOSTA 


#23 | MIDFIELDER 
AGE: 22 
HT: 5'10" 
WT: 150 
HOMEGROWN 


TEAM ROSTER 



TESHO AKINDELE 


#13 | FORWARD 
AGE: 25 
HT: 6'1" 
WT: 175 


2018 FC DALLAS 

r 


Acquired: FC Dallas' seventh Homegrown player, signed on 
July 12, 2012. 

National Team: 

• Has been capped 16 times by the USMNT. 

• Scored game-winning goal in an international friendly 
against Ghana on July 1. 

2017 Season: 

• Scored three goals and two assists. 

• Became the tenth MLS Homegrown player to reach 100 
appearances on Sept. 10 at Atlanta United FC. 

2018 Season: 

• Made his first appearance of the season on May 5 vs. 
LAFC. 

• Made his first start of the season on May 12 vs. LA 
Galaxy. He had two chances created, 50 touches, 41 passes 
and a 97.6 passing accuracy percentage in 63 minutes. 

• Notched his first assist of the season in the 1-0 win 
againstTOR on May 25. 

• Notched his second assist of the season in the 3-2 win 
against LA on May 30. 


Acquired: Drafted in the first round (6th overall) of the 2014 
MLS SuperDraft. 

National Team: 

• Has been capped 13 times with two goals for the Canadian 
National Team. 

2017 Season: 

• Scored FC Dallas' 1,000th goal vs. RSL on June 3. 

• Played his 100th game on June 17 vs. Vancouver. 

• Scored four goals. 

2018 Season: 

• Made his third appearance on April 21 vs. PHI. 

• Scored game-winning goal in the 4th Round of USOC on 
June 6 against San Antonio FC. 

• Made his fifth appearance on June 23 vs. NYRB. 

Playoffs: 

• Scored in three consecutive MLS Cup Playoff runs. 


|7®@KELLYNAC0STA 
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FRANCIS ATUAHENE A 


#17 | FORWARD 
AGE: 25 
HT: 5'9" 
WT: 170 
INTERNATIONAL - GA 




MICHAEL BARRIOS A 


#21 | MIDFIELDER 
AGE: 26 
HT: 5'2" 
WT: 143 
INTERNATIONAL 


Acquired: Selected by FCD with the 4th overall pick in the 
2018 MLS SuperDraft. 

College: 

• Played three seasons at the University of Michigan. The 
forward scored 24 goals and had 11 assists in 49 matches 
for the Wolverines from 2015 to 2017. 

2018 Season: 

• Debuted and scored in the season opener for Energy FC 
on March 17. 


Acquired: Signed with FC Dallas on Feb. 20, 2015. 

2015 Season: 

• Scored twice in a 4-1 win against Portland on July 25, 
2015. 

2016 Season: 

• Led FCD (tied with Maxi Urruti) with nine goals in 2016. 

• Scored twice in a 3-0 win at D.C. on March 26, 2016. 

2017 Season: 

• Notched a career-high of 14 assists. 

• Played in every FC Dallas game. 

2018 Season: 

• Notched his first assist of the season in the 3-0 win on 
March 18 vs. SEA. 

• Made his 100th FCD appearance on May 5 vs. LAFC. 

• Has played 67 consecutive games without interruptions, 


@ATUAHENEFRANCIS ©@FRANCIS_ATUAHENE 


®@BARRI0S_IGLESIAS 




2018 FC DALLAS TEAM ROSTER 


REGGIE CANNON A 


#22 | DEFENDER 
AGE: 19 
HT: 5'11" 
WT: 165 
HOMEGROWN 




JORDAN CANO A 


#34 | DEFENDER 
AGE: 21 
HT: 6'1" 
WT: 170 
HOMEGROWN 


Acquired: FC Dallas' 18th Homegrown player, signed on 
Dec. 22, 2016. 

College: 

• Attended UCLA for his freshman year before signing with 
FC Dallas. 

FC Dallas Academy: 

• Helped the FC Dallas Academy win the Super Group in 
Dallas Cup on April 16. 

2017 Season: 

• Made his MLS debut vs. New York Red Bulls in the 90 + 2 
minute. 

2018 Season: 

• Played the full 90 minutes on March 18 vs. SEA. 

• Led the team with nine tackles on April 14 vs. NE. 

• Scored his first MLS goal on May 19 vs. VAN. 

• Has appeared in every match for FC Dallas this season 
(1,233 minutes) 

• Led the team with six tackles on June 9 vs. MTL. 


Acquired: FC Dallas signs 21st Homegrown player on 
January 11, 2018. 

FC Dallas Academy: 

• Cano joined the FCD Academy in 2011. 

• Was captain of the U-18 Academy team that made the U.S. 
Soccer Development Academy National Semifinals in 2014. 
College: 

• Started in 75 games for SMU. 

• Named the American Athletic Conference's Defender of the 
Year in 2017. 

2018 Season: 

• Made his FC Dallas debut in the 4th Round of USOC on 
June 6. 


#@REGGIECANN0N15 @@REGGIECANN0N1 


#@J0RDANACAN02 ®@JCAN06 


CRISTIAN C0LMAN A 


#9 | FORWARD 
AGE: 23 
HT: 6'0" 
WT: 174 
INTERNATIONAL - DP 




MAUR0 DIAZ A 


#10 | MIDFIELDER 
AGE: 26 
HT: 5'7" 
WT: 137 
DESIGNATED PLAYER 


Acquired: Signed as a Young DP on Jan. 10, 2017. 

Paraguay: 

• Found the back of the net 13 times in 3,000 minutes for 
CA 3 de Febrero. 

• Scored 18 goals for Nacional Asuncion in 65 appearances 
in 2014-2016. 

• Made three appearances for Paraguay U-23's at the 2015 
Pan American Games. 

2017 Season: 

• Scored two goals in CCL and two goals and one assist in 
MLS regular season. 

2018 Season: 

• Scored his first goal of the season on April 7 vs. COL. 

• Had a game-high 74 touches on April 14 vs. NE. 

• Scored his second goal of the season on May 30 vs. LA. 


Acquired: Signed with FC Dallas on July 17, 2013. 

2016 Season: 

• Named to the 2016 MLS All-Star team. 

• Suffered torn Achilles injury vs. Seattle on Oct. 16. 

• Has notched seven two-assist games in 78 MLS 
appearances. 

• Led FCD to the 2016 USOC Championship with one goal 
and three assists in the final. 

2017 Season: 

• Scored two goals and eight assists. 

2018 Season: 

• Had a game-high 83 touches on March 18 vs. SEA. 

• Made his 100th FCD appearance on March 24 vs. POR. 

• Scored his first goal of the season on April 21 vs. PHI. 

• Notched his first three-assist game on May 12 vs. LA 
Galaxy. 

• Notched his fourth assist of the season on May 19 vs. 
VAN. 

• Notched two assists on May 30 vs. LA. 

• Scored his second goal of the season on June 9 vs. MTL 
and led the team with six chances created. 


@@C0LMAN9 
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2018 FC DALLAS TEAM ROSTER 


JESUS FERREIRA A 


#27 | FORWARD 
AGE: 19 
HT: 5'8" 
WT: 140 
HOMEGROWN 



MAYNOR FIGUEROA A 


#31 | DEFENDER 
AGE: 34 
HT: 5'11" 
WT: 187 
INTERNATIONAL 


Acquired: FC Dallas' 16th Homegrown player, signed on 
Nov. 17, 2016. 

Personal: 

• Son of former FC Dallas and MLS MVP (2010) David 
Ferreira. 

FC Dallas Academy: 

• Netted 10 goals in three matches during the 2016 MLS 
Generation Adidas Cup. 

• Helped the FC Dallas Academy win the Super Group in 
Dallas Cup on April 16, 2017. 

2017 Season: 

• Made his MLS debut on June 3 vs. Real Salt Lake at 16 
years and 161 days and scored his first goal. 


Acquired: FC Dallas sent GAM to Colorado in exchange for 
Figueroa on January 26, 2016. 

National Team: 

• Started in nine World Cup Qualifying matches for 
Honduras in 2017. 

• Has been capped by Honduras 147 times. 

2017 Season: 

• Scored vital game-winning goal in a 2-1 CCL Group Stage 
victory against Real Esteli. 

• Scored three goals and one assist for FC Dallas. 

2018 Season: 

• Led the team with a game-high six tackles on March 3 vs. 
RSL. 


^@JESUSFCD27 @@JESUSF45 


#@MAYN0RF31 ©@FIGUEROAMAYNOR03 



JESSE GONZALEZ A 


#1 | GOALKEEPER 
AGE: 22 
HT: 6'4" 
WT: 185 
HOMEGROWN 



CARLOS GRUEZ0 A 


#7 | MIDFIELDER 
AGE: 22 
HT: 5'7" 
WT: 148 
INTERNATIONAL - DP 


Acquired: FC Dallas' 10th Homegrown player, signed on 
March 21, 2013. 

National Team: 

• Called up by the USMNT for the 2017 Gold Cup semifinal 
and final. 

2015 Season: 

• Became youngest player to start a game in goal in 
franchise history on Aug. 22, 2015. 

• Made two saves in a PK shootout to help FCD advance in 
the 2015 MLS Cup playoffs. 

2017 Season: 

• Had nine shutouts, 75 saves, a 63.6% save percentage and 
1.38 GAA in 29 starts. 

2018 Season: 

• Started his first match of the season on May 25, his 23rd 
birthday, againstTOR and made nine saves, seven first-half 
saves. 

•Tied for second in MLS with a saves percentage of 83.3% 

• Made his 50th FCD start on June 9 vs. MTL and earned his 
second shut out. 


Acquired: Signed as Designated Player on Jan. 23, 2016. 

National Team: 

• Has been capped 17 times by the Ecuadoran National 
Team. 

2017 Season: 

• Scored a vital goal in the CCL group stage, helping FCD 
qualify for the quarterfinals. 

• Assisted on Colman's goal in a 3-1 loss to Pachuca in the 
CCL Semifinal on April 4. 

• Notched four assists during the regular season. 

2018 Season: 

• Scored his first MLS goal on May 30 vs. LA. 

• Scored in the 3-2 loss vs. SKC in the USOC Round of 16. 

• Had a 90.2% passing accuracy on June 23 vs. NY. 


^f©@JESSEG0NZALEZ44 
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2018 FC DALLAS TEAM ROSTER 



JACORI HAYES A 


#15 | MIDFIELDER 
AGE: 22 
HT: 6'0" 
WT: 165 



MATT HEDGES A 


#24 | DEFENDER 
AGE: 27 
HT: 6'4" 
WT: 185 


Acquired: Selected by FCD with its first pick (18th overall) 
in the 2017 MLS SuperDraft. 


Acquired: Selected by FCD with its first pick (11th overall) 
of the 2012 MLS SuperDraft. 


2017 Season: 

• Made his MLS debut vs. SKC on March 11. 

2018 Season: 

• Led the team with five tackles and a 95.3% passing 
accuracy on March 18 vs. SEA. 

• Notched his first MLS career assist in the 1-1 draw on 
March 24 vs. POR. 

• Had a 91.5% passing accuracy on March 24 vs. POR. 

• Scored his first MLS career goal in the 1-0 win on April 14 
vs. NE and was named toTOTW for Week 7. 

• Led the team with five tackles on April 21 vs. PHI. 


2016 Season: 

• 2016 MLS Defender of theYear. 

• Scored two vital goals in Dallas' 2016 U.S. Open Cup 
Championship run. 

• Anchored a back line that recorded 12 shutouts in the 2016 
MLS regular season. 

2017 Season: 

• Named to the MLSTeam of the Week following a 0-0 draw 
in SKC on March 18. 

• Scored two goals. 

2018 Season: 

• Had a game-high 122 touches on April 7 vs. COL. 

• Named to the MLSTeam of the Week following a 2-0 win 
on April 21 vs. PHI. 

• Had a 92.9% passing accuracy on May 19 vs. VAN. 


0 @JACORIHAYES @@DEBOHAYES 


#@MATT_HEDGES @@MHEDGES24 



RYAN HOLUNGSHEAD A 


#12 | MIDFIELDER 
AGE: 26 
HT: 6'1" 
WT: 180 



ROLAND LAMAH A 


#20 | MIDFIELDER 
AGE: 29 
HT: 5'10" 
WT: 157 
INTERNATIONAL 


Acquired: Selected by FCD with the 20th pick in the 2013 
MLS SuperDraft. 

FC Dallas: 

• Has played 80 MLS matches for Dallas with four goals and 
three assists. 

• Versatile player, has played defender, midfielder and 
goalkeeper in an MLS match. 

2017 Season: 

• Broke three vertebrae in his neck when struck by a car 
while aiding a stranded vehicle on an icy road in Dallas in 
Jan. 2017. 

• Returned to the game-day roster vs. SKC on April 22, but 
did not play. 

• Made first appearance of the 2017 season on May 14. 

• Started in eight games for FCD. 

2018 Season: 

• Scored his first MLS goal of the season on May 30 vs. LA 
and assisted on Colman's goal. 

• Had back-to-back assists on May 30 and June 2. 


Acquired: Signed by FC Dallas on Dec. 16, 2016. 

National Team: 

• Has been capped five times by the Belgium National Team. 

• Has played in Belgium, the Netherlands, France, Spain, 
England and Hungary. 

• FC Dallas is his ninth team, first in the U.S. 

2017 Season: 

• Recorded his first hat trick in 30 minutes and 38 seconds, 
fastest in franchise history and second fastest in the MLS. 

• Scored eleven goals and three assists. 

2018 Season: 

• Scored his first brace on the season and assisted in Maxi 
Urruti's goal in the 3-0 win on March 18 vs. SEA. 

• Scored his third goal of the season in the 1-1 draw on 
March 24 vs. POR. 

• Assisted on Hayes' first goal on April 14 vs. NE. 

• Notched his third assist of the season on April 21 vs. PHI. 

• Scored his second brace of the season on May 12 vs. LA. 

• Notched his fourth assist of the season on May 19 vs. 

VAN. 

• Scored his sixth goal, a game-winner, on June 2 against 
LAFC. 

• Scored in the 3-2 loss vs. SKC in the USOC Round of 16. 


*(D @RMHOLLINGSHEAD 
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2018 FC DALLAS TEAM ROSTER 


JIMMY MAURER A 


#14 | GOALKEEPER 
AGE: 29 
HT: 6'2" 
WT: 165 



SANTIAGO MOSQUERA 


#11 | MIDFIELDER 
AGE: 23 
HT: 5'6" 
WT: 185 
INTERNATIONAL - DP 


r 


V 


Acquired: FC Dallas signs goalkeeper on Dec. 14, 2017. 

NASL: 

• Spent five seasons with the NASL's New York Cosmos (105 
appearances). 

• Started 25 games for the Cosmos in 2017, finishing the 
season with a 9-5-11 record and a 1.48 goaIs-against 
average. 

International: 

• Spent 2012 with Universidad de Concepcion in the Chilean 
top flight. 

2018 Season: 

• Made his MLS and FC Dallas debut at the home opener on 
March 3. 

• Earned his first MLS shutout on March 18 vs. SEA. 

• Currently ranks fifth in MLS in GAA (1.10%) and seventh 
in MLS with a saves percentage of 74.4% (29 saves on 39 
SOG). 

• Earned his third shutout on April 21 vs. PHI. 


Acquired: Signed with FC Dallas on February 12, 2018. 

International: 

• Appeared in 54 games and scored eight goals for 
Colombian first division team Millonarios FC. 

• Captured the 2017 Clausura title with Millonarios FC. 

2018 Season: 

• Made his FC Dallas debut in the 1-0 loss againstTauro FC 
on Feb. 21. 

• Earned the opening-day start vs. Real Salt Lake. The 
Colombian helped FC Dallas outshoot RSL 11-4 in the 
opening half by completing 22 passes at a 68.2% rate. 

• Scored his first MLS goal on April 29 vs. NYCFC. 

• Notched his first assist on May 5 vs. LAFC. 

• Let the team with four tackles on May 12 vs. LA. 

• Notched his third assist on May 25 vs. TOR. 


^@@JIMSMAURER 
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PAXTON P0MYKAL 



KRIS REAVES 




#19 | MIDFIELDER 
AGE: 17 
HT: 5'7" 
WT: 145 
HOMEGROWN 


#32 | DEFENDER 
AGE: 22 
HT: 6'2" 
WT: 160 
HOMEGROWN 



Acquired: FC Dallas' 15th Homegrown player, signed on 
Sept. 8, 2016. 

FC Dallas Academy: 

• Helped FC Dallas claim both the U-16 and U-18 National 
Championships. 

• Helped the FC Dallas Academy win the Super Group in 
Dallas Cup on April 16, 2017. 

2017 Season: 

• Played 437 minutes with FC Dallas this preseason in 
Argentina. 

• Scored twice in FCD's 2-0 win vs. SMU on Feb. 11. 

• Made his MLS debut, becoming FCD's youngest player to 
start a match, vs. SKC on March 11. 

2018 Season: 

• Made his first apperance since March 18, 2017, subbing in 
for Hayes on March 18 vs. SEA. 

• Made his second appearance on June 23 vs. NYRB. 


Acquired: 

FC Dallas 20th Homegrown player, signed on January 10, 
2018. 

FC Dallas Academy: 

• Prior to joining FCD, he played captured the 2012 AAAA 
Georgia State Championship at Lambert High School just 
outside Atlanta. 

College: 

• Started in 34 games for the University of Portland and 

in all 41 games leading Wake Forest to back-to-back NCAA 
tournament appearances. 


(tf) @PAXIP0MY 
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2018 FC DALLAS TEAM ROSTER 


ADONIJAH REID 



BRYAN REYNOLDS 




#28 | FORWARD 
AGE: 18 
HT: 5'5" 
WT: 150 

GENERATIONAL ADIDAS 


#29 | FORWARD 
AGE: 16 
HT: 6'3" 
WT: 170 
HOMEGROWN 




Acquired: Selected by FCD with the 40th overall pick in the 
2017 MLS SuperDraft. 

Canada: 

• First Canadian Generation Adidas player selected in MLS 
Su perDraft. 

•Won the Golden Boot in Leaguel Ontario after scoring 20 
goals forANB Futbol. 

2017 Season: 

• Scored the game-winning goal in a 1-1 draw vs. River 
Plate during FCD's preseason. 

• Finished preseason with 335 minutes played. 

• Scored his first professional goal while on loan with USL 
Ottawa Fury FC Aug. 12. 

2018 Season: 

• Scored his first professional hat trick while on loan with 
USL Ottawa Fury FC June 24. 


Acquired: FC Dallas' 17th Homegrown player, signed Nov. 
22, 2016. 

FC Dallas Academy: 

• Part of the U-16 FCD Academy team that won the '16 
•USSDA Championship. 

• Scored five goals in three matches in the Generation 
Adidas Cup. 

• Scored one goal in 38 minutes during a pair of friendlies 
against Jamaican U-17 team. 

•Youngest player on the U.S. U-17 team at the CONCACAF 
Championships in Costa Rica. 


©KINGNIJAH 
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CHRIS RICHARDS 



BRANDON SERVANIA 




- | DEFENDER 
AGE: 18 
HT: 6'2" 
WT: 180 
HOMEGROWN 


#20 | MIDFIELDER 
AGE: 18 
HT: 5'10" 
WT: 160 
HOMEGROWN 



Acquired: FC Dallas 22nd Homegrown player signed on 
April 12, 2018. 

FC Dallas Academy: 

• Joined the Academy in 2017 and has started 13 U.S. 

Soccer Development Academy matches for FC Dallas' U-19s. 
FC Dallas U-19s have an 10-4-3 record in matches that 
Richards starts.The defender also scored in the 23rd minute 
of a 3-2 loss to LA Galaxy in a USSDA match on Dec. 3. 


Acquired: FC Dallas 19th Homegrown player signed on 
January 3, 2018. 

FC Dallas Academy: 

• Was a member of the U-16 team that brought home 
the 2016 U.S. Soccer Development Academy National 
Championship and the U-18 team that captured the club's 
first Gordon Jago Dallas Cup Super Group title in 2017. 
College: 

• Started 20 games forWake Forest as a freshman, scoring 
three goals and adding 11 assists as the Demon Deacons 
reached the Quarterfinal round of the 2017 NCAA College 
Cup. 


@EASTMAMBA 
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2018 FC DALLAS TEAM ROSTER 


EMA TWUMASI 


VICTOR ULLOA 


#20 | FORWARD 
AGE: 22 
HT: 5'8" 
WT: 160 
INTERNATIONAL - GA 


#8 | MIDFIELDER 
AGE: 25 
HT: 6'0" 
WT: 165 
HOMEGROWN 




Acquired: Selected by FCD with the 11th overall pick in the 
2018 MLS SuperDraft. 

College: 

• Scored 16 goals and had 11 assists in two seasons (47 
games) at Wake Forest University. 

2018 Season: 

• Made his FC Dallas debut in the 4th Round of USOC on 
June 6. 


Acquired: Signed with FCD as a Homegrown player on July 
30, 2010. 

2014 Season: 

• Became first FCD Homegrown player to play over 2,000 
minutes in 2014. 

2016 Season: 

• Scored game-winning goal in OT during the 2016 U.S. 
Open Cup against LA Galaxy. 

• Played in 32 FCD matches, FCD went 7-7-4 in the 18 
matches he started in 2016. 

2017 Season: 

• Became the eighth MLS Homegrown player to reach 100 
appearances on June 3. 

• Made 12 starts for FCD and notched two assists. 


#@EMA_TWUMASI @@EMMANUELKAPOTWUMASI 


(O)@ULL0A_ VICTOR 


MAXIMILIANO URRUTI A 


#37 | FORWARD 
AGE: 26 
HT: 6'0" 
WT: 165 



RET0 ZIEGLER A 


#3 | DEFENDER 
AGE: 32 
HT: 6'0" 
WT: 176 
INTERNATIONAL 



Acquired: Selected by FCD with the 1st overall pick of the 

2015 MLS Re-Entry Draft. 

2016 Season: 

• Scored nine goals and had four assists. 

• Scored twice in the 4-2 win against NE Revolution during 
the 2016 USOC final. 

2017 Season: 

• Scored 12 goals, a career-high, and five assists. 

2018 Season: 

• Scored his first 2018 goal on March 18 vs. SEA. 

• Led the team with a 90% passing accuracy on April 14 vs. 
NE. 

• Assisted in Mosquera's first goal on April 29 vs. NYCFC. 

• Scored his third goal on May 5 vs. LAFC. 

• Scored his fourth goal of the season on May 12 vs. LA and 
had 93.3 passing accuracy percentage. 

• Scored his fifth goal of the season on May 19 vs. VAN. 

• Scored his sixth goal of the season on May 25 vs. TOR, in 
his 98th MLS start. 

• Made his 100th MLS start on June 9 vs. MTL. 


Acquired: Signed with FC Dallas on January 2, 2018. 

National Team: 

• Has been capped by the Swiss NationalTeam 34 times. 

• Has been in two World Cup squads (2010, 2014). 

International: 

• Has spent the four seasons in Switzerland's top league 
after 145 appearances in Italy's Serie A. 

• Made 34 appearances in the English Premier League for 
Tottenham and Wigan Athletic. 

2018 Season: 

• Had a game-high 96 touches and 86 passes with an 83.7% 
passing accuracy on March 24 vs. POR. 

• Had a 91.3% passing accuracy on April 7 vs. COL. 

• Had a 90.9% passing accuracy on May 12 vs. LA. 

• Scored his first MLS goal on June 2 vs. LAFC. 


@MAXIURRUTI37 


@ZIEGLER_RETO 




2018 FC DALLAS TEAM ROSTER 


KYLE ZOBECK A 


#30 | GOALKEEPER 
AGE: 28 
HT: 6'0" 
WT: 180 



Acquired: Signed with FC Dallas on Feb. 21, 2018. . 

College: 

• Played four seasons at Valparaiso. 

• Recorded a .66 GAA, 51 saves and 11 shutouts in 20 games 
as a redshirt junior in 2011. 

NASL: 

• Made professional debut with New York Cosmos on Aug. 
23, 2014. 


^©@KYLEZ0BECK 


V FC DALLAS COMMUNICATIONS A 


GINA MILLER 

Vice President, Media & Communications 

469-365-0198 

gmiller@fcdallas.com 
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469-365-0068 
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Social Media Manager 
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469-365-0009 
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469-365-0153 
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fcdauis] 2018 STARTING FORMATIONS 



FEBRUARY 


APRIL 


AT TAURO FC 
FEBRUARY 21 
L 1-0 

JG 

RC/MH/RZ/AN 

VU/CG 

MB/MD/SM 

MU 


VS. TAURO FC 
FEBRUARY 28 
W 3-2 

JG 

MH/RZ/MF 

RC/CG/MD/VU/RH 

MB/MU 


VS. COLORADO RAPIDS 
APRIL 7 
D 1-1 

JM 

RC/MH/RZ/AN 

CG/JH 

MB/MD/RL 

MU 

VS. PHILADELPHIA UNION 
APRIL 21 
W 2-0 

JM 

RC/MH/RZ/AN 

MB/VU/JH/SM 

CC/RL 


AT NE REVOLUTION 
APRIL 14 
W 1-0 

JM 

RC/MH/RZ/AN 

MB/VU/JH/RL 

CC/MU 

AT NEW YORK CITY FC 
APRIL 29 
L 3-1 

JM 

RC/MH/RZ/AN 

SM/JH/VU/RL 

CC/MU 


MARCH 



VS. REAL SALT LAKE 
MARCH 3 
D 1-1 

JM 

RC/MH/RZ/MF 

CG/JH 

MB/MD/SM 

MU 

VS. PORTLAND TIMBERS 
MARCH 24 
D 1-1 

JM 

RC/MH/RZ/AN 

CG/JH 

MB/MD/RL 

MU 


VS. SEATTLE SOUNDERS FC 
MARCH 18 
W 3-0 
JM 

RC/MH/RZ/AN 

CG/JH 

MB/MD/RL 

MU 


AT LOS ANGELES FC 
MAY 5 
D 1-1 

JM 

RC/MH/RZ/AN 

MB/VU/CG/RL 

MU/SM 

VS. VANCOUVER WHITECAPS 
MAY 19 
D 2-2 

JM 

RC/MH/MF/AN 

KA/CG 

SM/MD/RL 

MU 

AT LA GALAXY 
MAY 30 
W 3-2 

JG 

RC/RZ/MF/RH 

KA/VU/CG 

MB/CC/MD 


VS. LA GALAXY 
MAY 12 
W 3-2 

JM 

RC/MH/RZ/AN 

KA/CG 

SM/MD/RL 

MU 

AT TORONTO FC 
MAY 25 
W 1-0 

JG 

RC/MH/RZ/MF 

KA/VU/JH 

MB/MU/SM 




2018 STARTING FORMATIONS 



r 


JUNE 


A 


VS. LOS ANGELES FC 
JUNE 2 
W 2-1 

JG 

RC/MH/RZ/RH 

KA/CG/MD 

RL/MU/SM 

VS. MONTREAL IMPACT 
JUNE 9 
W 2-0 

JG 

RC/MH/RZ/RH 

KA/CG/RL 

MB/MU/MD 

AT NEW YORK RED BULLS 
JUNE 23 
L 3-0 

JG 

MH/RZ/MF 

RC/JH/CG/KA/RH 

RL/MU 


AT SAN ANTONIO FC 
JUNE 6 
W 1-0 

JM 

RC/JC/MH/MF 

JH/VU/PP 

TA/CC/ET 

AT SPORTING KANSAS CITY 
JUNE 16 
L 3-2 

JG 

RC/MH/RZ/MF 

KA/VU/CG/RL 

MB/MU 



2018 STARTING LINEUPS 




FEBRUARY/MARCH 


APRIL 


AT TAURO FC 
FEBRUARY 21 

GK JESSE GONZALEZ 
LB ANTON NEDYALKOV 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
DM CARLOS GRUEZO 
DM VICTOR ULLOA 
LM SANTIAGO MOSQUERA 
CAM MAURO DIAZ 
RM MICHAEL BARRIOS 
F MAXI URRUTI 


VS. TAURO FC 
FEBRUARY 28 

GK JESSE GONZALEZ 
CB MAYNOR FIGUEROA 
CB RETO ZIEGLER 
CB MATT HEDGES 
LM RYAN HOLLINGSHEAD 
DM VICTOR ULLOA 
CAM MAURO DIAZ 
DM CARLOS GRUEZO 
RM REGGIE CANNON 
F MAXI URRUTI 
F MICHAEL BARRIOS 


VS. COLORADO RAPIDS 
APRIL 7 

GK JIMMY MAURER 
LB ANTON NEDYALKOV 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
DM JACORI HAYES 
DM CARLOS GRUEZO 
LM ROLAND LAMAH 
CAM MAURO DIAZ 
RM MICHAEL BARRIOS 
F MAXI URRUTI 


AT NE REVOLUTION 
APRIL 14 

GK JIMMY MAURER 
LB ANTON NEDYALKOV 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
LM ROLAND LAMAH 
DM JACORI HAYES 
DM VICTOR ULLOA 
RM MICHAEL BARRIOS 
F MAXI URRUTI 
F CRISTIAN COLMAN 


SUBS 

MAYNOR FIGUEROA (54') 
RYAN HOLLINGSHEAD (69') 
TESHO AKINDELE (80') 

VS. REAL SALT LAKE 
MARCH 3 

GK JIMMY MAURER 
LB MAYNOR FIGUEROA 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
DM JACORI HAYES 
DM CARLOS GRUEZO 
LM SANTIAGO MOSQUERA 
CAM MAURO DIAZ 
RM MICHAEL BARRIOS 
F MAXI URRUTI 


SUBS 

SANTIAGO MOSQUERA (35') 
ROLAND LAMAH (67') 
CRISTIAN COLMAN (84') 

VS. SEATTLE SOUNDERS FC 
MARCH 18 

GK JIMMY MAURER 
LB ANTON NEDYALKOV 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
DM JACORI HAYES 
DM CARLOS GRUEZO 
LM ROLAND LAMAH 
CAM MAURO DIAZ 
RM MICHAEL BARRIOS 
F MAXI URRUTI 


SUBSTITUTIONS 

SANTIAGO MOSQUERA (69') 
CRISTIAN COLMAN (73') 
TESHO AKINDELE (88') 

VS. PHILADELPHIA UNION 
APRIL 21 

GK JIMMY MAURER 
LB ANTON NEDYALKOV 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
LM SANTIAGO MOSQUERA 
DM JACORI HAYES 
DM VICTOR ULLOA 
RM MICHAEL BARRIOS 
F ROLAND LAMAH 
F CRISTIAN COLMAN 


SUBSTITUTIONS 

SANTIAGO MOSQUERA (63') 
CARLOS GRUEZO (68') 
TESHO AKINDELE (79') 

AT NEW YORK CITY FC 
APRIL 29 

GK JIMMY MAURER 
LB ANTON NEDYALKOV 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
LM ROLAND LAMAH 
DM VICTOR ULLOA 
DM JACORI HAYES 
RM SANTIAGO MOSQUERA 
F MAXI URRUTI 
F CRISTIAN COLMAN 


SUBS 

CRISTIAN COLMAN (63') 
ROLAND LAMAH (68') 
RYAN HOLLINGSHEAD (79') 

VS. PORTLAND TIMBERS 
MARCH 24 

JIMMY MAURER 
ANTON NEDYALKOV 
RETO ZIEGLER 
MATT HEDGES 
REGGIE CANNON 
JACORI HAYES 
CARLOS GRUEZO 
ROLAND LAMAH 
MAURO DIAZ 
MICHAEL BARRIOS 
MAXI URRUTI 


SUBS 

PAXTON POMYKAL (68') 
CRISTIAN COLMAN (80') 
SANTIAGO MOSQUERA (80') 


SUBSTITUTIONS 

MAURO DIAZ (61') 
MAXI URRUTI (69') 
TESHO AKINDELE (79') 


SUBSTITUTIONS 

MAURO DIAZ (45') 
CARLOS GRUEZO (53') 
MICHAEL BARRIOS (76') 


SUBSTITUTIONS 

RYAN HOLLINGSHEAD (50') 
CRISTIAN COLMAN (74') 
ROLAND LAMAH (76') 



2018 STARTING LINEUPS 





JUNE 


AT LOS ANGELES FC 
MAY 5 

GK JIMMY MAURER 
LB ANTON NEDYALKOV 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
LM ROLAND LAMAH 
DM CARLOS GRUEZO 
DM VICTOR ULLOA 
RM MICHAEL BARRIOS 
F SANTIAGO MOSQUERA 
F MAXI URRUTI 

SUBSTITUTIONS 

JACORI HAYES (44') 
KELLYN ACOSTA (61') 
RYAN HOLLINGSHEAD (78') 

VS. VANCOUVER WHITECAPS 
MAY 19 

GK JIMMY MAURER 
LB ANTON NEDYALKOV 
CB MAYNOR FIGUEROA 
CB MATT HEDGES 
RB REGGIE CANNON 
DM CARLOS GRUEZO 
DM KELLYN ACOSTA 
RM ROLAND LAMAH 
CAM MAURO DIAZ 
LM SANTIAGO MOSQUERA 
F MAXI URRUTI 

SUBSTITUTIONS 

JACORI HAYES (45') 
MICHAEL BARRIOS (68') 
RYAN HOLLINGSHEAD (85') 

AT LA GALAXY 
MAY 30 

GK JESSE GONZALEZ 
LB RYAN HOLLINGSHEAD 
CB MAYNOR FIGUEROA 
CB RETO ZIEGLER 
RB REGGIE CANNON 
DM CARLOS GRUEZO 
CAM VICTOR ULLOA 
DM KELLYN ACOSTA 
LM MAURO DIAZ 
F CRISTIAN COLMAN 
RM MICHAEL BARRIOS 

SUBSTITUTIONS 

JACORI HAYES (70') 
SANTIAGO MOSQUERA (76') 
ROLAND LAMAH (90') 


VS. LA GALAXY 
MAY 12 

GK JIMMY MAURER 
LB ANTON NEDYALKOV 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
DM CARLOS GRUEZO 
DM KELLYN ACOSTA 
RM ROLAND LAMAH 
CAM MAURO DIAZ 
LM SANTIAGO MOSQUERA 
F MAXI URRUTI 

SUBSTITUTIONS 

JACORI HAYES (63') 
MICHAEL BARRIOS (70') 
MAYNOR FIGUEROA (76') 

AT TORONTO FC 
MAY 25 

GK JESSE GONZALEZ 
LB MAYNOR FIGUEROA 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
DM JACORI HAYES 
CAM VICTOR ULLOA 
DM KELLYN ACOSTA 
LM SANTIAGO MOSQUERA 
F MAXI URRUTI 
RM MICHAEL BARRIOS 

SUBSTITUTIONS 

ROLAND LAMAH (69') 
CARLOS GRUEZO (73') 
MAURO DIAZ (80') 


VS. LOS ANGELES FC 
JUNE 2 

GK JESSE GONZALEZ 
LB RYAN HOLLINGSHEAD 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
DM MAURO DIAZ 
CAM CARLOS GRUEZO 
DM KELLYN ACOSTA 
LM SANTIAGO MOSQUERA 
F MAXI URRUTI 
RM ROLAND LAMAH 

SUBSTITUTIONS 

MICHAEL BARRIOS (66') 
VICTOR ULLOA (66') 
JACORI HAYES (73') 

VS. MONTREAL IMPACT 
JUNE 9 

GK JESSE GONZALEZ 
LB RYAN HOLLINGSHEAD 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
DM ROLAND LAMAH 
CAM CARLOS GRUEZO 
DM KELLYN ACOSTA 
LM MAURO DIAZ 
F MAXI URRUTI 
RM MICHAEL BARRIOS 

SUBSTITUTIONS 

VICTOR ULLOA (45') 
SANTIAGO MOSQUERA (64') 
TESHO AKINDELE (73') 

AT NEW YORK RED BULLS 
JUNE 23 

GK JESSE GONZALEZ 
CB MAYNOR FIGUEROA 
CB RETO ZIEGLER 
CB MATT HEDGES 
LB RYAN HOLLINGSHEAD 
DM KELLYN ACOSTA 
CAM CARLOS GRUEZO 
DM JACORI HAYES 
RB REGGIE CANNON 
F MAXI URRUTI 
F ROLAND LAMAH 

SUBSTITUTIONS 

MICHAEL BARRIOS (23') 
TESHO AKINDELE (45') 
PAXTON POMYKAL (62') 


AT SAN ANTONIO FC 
JUNE 6 

GK JIMMY MAURER 
LB MAYNOR FIGUEROA 
CB MATT HEDGES 
CB JORDAN CANO 
RB REGGIE CANNON 
DM PAXTON POMYKAL 
CAM VICTOR ULLOA 
DM JACORI HAYES 
LM EMATWUMASI 
F CRISTIAN COLMAN 
RM TESHO AKINDELE 

SUBSTITUTIONS 

MICHAEL BARRIOS (43') 
SANTIAGO MOSQUERA (46') 
KELLYN ACOSTA (83') 

AT SPORTING KANSAS CITY 
JUNE 16 

GK JESSE GONZALEZ 
LB MAYNOR FIGUEROA 
CB RETO ZIEGLER 
CB MATT HEDGES 
RB REGGIE CANNON 
RM ROLAND LAMAH 
DM CARLOS GRUEZO 
DM VICTOR ULLOA 
LM KELLYN ACOSTA 
F MAXI URRUTI 
F MICHAEL BARRIOS 

SUBSTITUTIONS 

JACORI HAYES (59') 
TESHO AKINDELE (71') 
RYAN HOLLINGSHEAD (84') 



2018 OVERALL RECORDS 





OVERALL 

HOME 

ROAD 

Overall MLS Games 

8-2-5 

5-0-4 

3-2-1 

Overall ALL COMPETITIONS 

10-4-5 

6-0-4 

4-4-1 

Against Western Conference 

4-0-5 

3-0-4 

1-0-1 

Against Eastern Conference 

4-2-0 

2-0-0 

2-2-0 

Scoring 0 goals 

0-1-0 

0-0-0 

0-1-0 

Scoring 1 goals 

2-1-4 

0-0-3 

2-1-1 

Scoring 2 goals 

3-0-1 

3-0-1 

0-0-0 

Scoring 3 goals 

3-0-0 

2-0-0 

1-0-0 

Scoring 4+ goals 

0-0-0 

0-0-0 

0-0-0 

Conceding 0 goals 

5-0-0 

3-0-0 

2-0-0 

Conceding 1 goals 

1-0-4 

1-0-3 

0-0-1 

Conceding 2 goals 

2-0-1 

1-0-1 

1-0-0 

Conceding 3 goals 

0-2-0 

0-0-0 

0-2-0 

Conceding 4+ goals 

0-0-0 

0-0-0 

0-0-0 

Scoring first 

8-0-2 

5-0-2 

3-0-0 

Conceding first 

0-2-3 

0-0-2 

0-1-1 

Leading at halftime 

6-0-2 

4-0-2 

2-0-0 

Trailing at halftime 

0-2-2 

0-0-1 

0-2-1 

Tied at halftime 

2-0-1 

1-0-1 

1-0-0 

In March 

1-0-2 

1-0-2 

0-0-0 

In April 

2-1-1 

1-0-1 

1-1-0 

In May 

3-0-2 

1-0-1 

2-0-1 

In June 

2-1-0 

2-0-0 

0-1-0 

In July 

0-0-0 

0-0-0 

0-0-0 

In August 

0-0-0 

0-0-0 

0-0-0 

In September 

0-0-0 

0-0-0 

0-0-0 

In October 

0-0-0 

0-0-0 

0-0-0 

On a Tuesday 

0-0-0 

0-0-0 

0-0-0 

On a Wednesday 

1-0-0 

0-0-0 

1-0-0 

On a Thursday 

0-0-0 

0-0-0 

0-0-0 

On a Friday 

1-0-0 

0-0-0 

1-0-0 

On a Saturday 

5-1-5 

5-0-4 

1-1-1 

On a Sunday 

1-1-0 

1-0-0 

0-1-0 

In red tops 

5-2-4 

4-0-5 

1-2-0 

In blue tops 

2-0-1 

0-0-0 

2-0-1 

In black tops 

1-0-0 

1-0-0 

0-0-0 




2018 FC DALLAS GOALS SCORED^ 


# GOALSCORER ASSIST 2ND ASSIST VS MIN TYPE NOTES 


1 

M. Urruti 



TFC 

32 

ROP 

Urruti cracked the ball out of the air with his first touch, beating Tauro GK. 

2 

M. Diaz 



TFC 

50 

PK 

Penalty kick earned by Santiago Mosquera. 

3 

C. Colman 

S. Mosquera 


TFC 

90 

ROP 

Mosquera lobbed a cross into the area, Colman rose above his marker to nod a shot past GK 

4 

RSL OWN GOAL 



RSL 

86 

ROP 

Urruti fired low shot towards goal that caromed off RSL defender, flew into the top corner of the goal. 

5 

R. Lamah 

M. Barrios 

M. Diaz 

SEA 

20 

ROP 

Diaz started the attack with a perfectly weighted pass up the right flank to Barrios. The Colombian got inside position on his defender and 
worked his way to the end line before passing the ball across the goal line to Lamah, who tapped the ball over the end line. 

6 

M. Urruti 

R. Lamah 


SEA 

58 

ROP 

Urruti collected Lamah's pass near the top of the box with the outside of his right foot, turning his run into the middle of the field before firing 
a hard shot low towards the back post 

7 

R. Lamah 

A. Nedyalkov 


SEA 

63 

ROP 

Nedyalkov found Lamah with a return pass to put winger in alone on goal. Lamah finished by chipping a shot over a sprawling Frei. 

8 

R. Lamah 

J. Hayes 


POR 

36 

ROP 

Jacori Hayes brought down a pass at the top of the area, drew in three Portland defenders and slipped a pass to his left for Roland Lamah. 
The winger cracked a low hard shot just inside the post to Portland goalkeeper Jake Gleeson's left side. 

9 

C. Colman 

M. Diaz 


COL 

89 

ROP 

Diaz sent a 60-yard ball to the back post, Colman timed his run perfectly and nodded a bouncing shot just inside the back post. 

10 

J. Hayes 

R. Lamah 


NE 

76 

ROP 

Lamah collected the loose ball, picked up his head and played a sharp pass into the feet of Jacori Hayes, who had made a cutting run towards 
the front post. Hayes finished off the chance with a sharp pass just inside the post to Turner's left side. 

11 

M. Diaz 



PHI 

64 

PK 

Penalty kick earned by Matt Hedges. 

12 

M. Urruti 

R. Lamah 


PHI 

74 

ROP 

Lamah's outside-of-the-foot pass curled into the path of Urruti. The striker took the chance well, walking around Blake before smacking a 
pinpoint shot under the hands of the goalkeeper and out of the reach of backtracking Union defender. 

13 

S. Mosquera 

M. Urruti 


NYC 

10 

ROP 

Maxi Urruti picked off a pass near midfield and started the counter attack, drawing in two defenders before hitting Dallas' No. 11 in stride. 
Mosquera accepted the pass just inside the area and beat NYCFC goalkeeper Sean Johnson low to his right side. 

14 

M. Urruti 

S. Mosquera 


LAFC 

55 

ROP 

Mosquera found Maxi Urruti just outside the penalty area from the left flank. Urruti caught the pass and spun to his left, losing Ciman in the 
process, before firing a shot to the low, right-hand side of goal from 25 yards away. 

15 

M. Urruti 

M. Diaz 


LA 

28 

ROP 

Santiago Mosquera slipped a pass into the middle to Diaz. Diaz stepped around a defender and knocked a short pass to Urruti, who turned, 
ran to the right and fired a bouncing shot that snuck just inside the near post. 

16 

R. Lamah 

M. Diaz 


LA 

44 

ROP 

Mosquera-to-Dfaz combo set up the goal. Diaz made the cutting pass, splitting two defenders to get the ball to Lamah. 1v1 with Bingham, 
Lamah looked left before curling a shot around the goalkeeper. 

17 

R. Lamah 

M. Diaz 


LA 

52 

ROP 

Diaz walked through the Galaxy's backline before chipping a perfect cross to Lamah, who was left open at the back post. Lamah headed the 
ball back into Bingham, who was unable to keep it out of the net and the ball rattled into the side netting to make it in. 

18 

R. Cannon 

R. Lamah 


VAN 

40 

ROP 

Lamah slid the ball out to the flank for right back Reggie Cannon. Cannon stepped by a defender towards the middle of the pitch and got off 
a left-footed shot that curled into the top corner of the net to goalkeeper's right side. 

19 

M. Urruti 

S. Mosquera 

M. Diaz 

VAN 

78 

ROP 

Diaz controlled the ball at midfield, took the ball out to the left flank before finding Mosquera in the center of the field. Mosquera drew two 
defenders before putting Urruti in alone against Rowe. The forward hit a hard shot low to the far post with his first touch to beat the GK. 

20 

M. Urruti 

K. Acosta 

S. Mosquera 

TOR 

11 

ROP 

Mosquera attacked down the left flank, got a cross off from the end line in the 11'. A late-arriving run from Acosta put the midfielder perfect 
position to score from the top of the box but opted to knock a sharp pass inside to Urruti, redirecting shot past Toronto's GK. 

21 

R. Hollingshead 

M. Diaz 

K. Acosta 

LA 

33 

ROP 

Acosta played a ball to Ulloa. Ulloa let the ball run through his legs to buy time for Diaz, who picked up his head at the top of the box and 
found Hollingshead in space. The left back picked out the top corner of the goal behind Galaxy GK David Bingham with a right-footed strike. 

22 

C. Colman 

R. Hollingshead 

M. Diaz 

LA 

40 

ROP 

Diaz slid a low pass out to the flank for Hollingshead. The left back bent a dangerous ball to the far post that floated past two defenders 
before finding Colman. The striker's textbook header bounced up off the turf and into the back of the net to Bingham's left side. 

23 

C. Gruezo 



LA 

66 

ROP 

The play was set up by Acosta, who found Barrios free on the right side of the box. The midfielder's shot was deflected past LA GK and looking 
to be bouncing wide of the far post, but Gruezo pounced on his chance, beating his marker to the loose ball and heading it over the line. 

24 

R. Ziegler 



LAFC 

25 

FK 

Diaz came free on the right flank and earned a set piece in the 25th minute. Diaz took the kick, hitting a low, sharp pass to Cannon but first 
shot was deflected by an LAFC defender. The ball caromed towards the back post, where Reto Ziegler headed a ball past LAFC goalkeeper. 

25 

R. Lamah 

R. Hollingshead 


LAFC 

51 

ROP 

Ryan Hollingshead picked up the ball at midfield just after halftime and ran 40 yards up field before slipping a pass inside for Roland Lamah. 
Lamah pushed the ball around a defender, caught up to it on the opposite side, and beat Miller, low to his right side to make it, 2-0. 

26 

T. Akindele 



SA 

46 

ROP 

Barrios intercepted a pass in the attacking third and quickly put Tesho Akindele in on goal. Akindele took the chance well, finishing low to the 
corner with his first touch to make it 1-0, just 10 seconds into the half. 

27 

MTL OWN GOAL 



MTL 

5 

FK 

FC Dallas earned a FK on the left flank. Diaz lobbed a dangerous ball into the area where Rudy Camacho rose above the pack to win a header. 
Camacho's header deflected off teammate Matteo Mancosu and looped backwards over goalkeeper Evan Bush into the back of the net. 

28 

M. Diaz 



MTL 

18 

PK 

Penalty kick earned by Maxi Urruti. 

29 

C. Gruezo 

M. Barrios 


SKC 

18 

ROP 

Urruti played in a ball from the left side to Barrios on the far side of the box. Barrios took a shot that was denied by SKC goalkeeper, but the 
rebound went right back to the Colombian winger who chipped a shot over the keeper and Gruezo footed it home on the goal line. 

30 

R. Lamah 



SKC 

77 

ROP 

SKC goalkeeper Zendejas came out to punch a Dallas corner kick away, but it found Lamah on the corner of the area. He faked a shot to 


avoid Salloi jumping in to block a chance, cut back to his left and delivered a bouncing, left-footed shot that found the far side of the net. 



